
In a world of compromise, some don’t 





USP PISTOL 
ARMORERS 
INSTRUCTION 




GEKERJa IHFORMATION 



The Universal Self-loading Pistol <OSP) is the first HK pistol 
designed for the demanding needs of the American shooter. 

It has many features desired by law enforcement, civilian, and 
military users, its controls are uniquely American, influenced by 
such famous and successful designs as the Government Model M191’ 
pistol. And like the M1911, the USP can be safely carried "cocke. 
and locked" . 

The control lever, a combination safety and decocking lever, is 
frame mounted and quickly accessible; unlike the slide mounted 
safeties common on many pistols. The OSP control lever has a 
positive stop and returns to the "fire" position after decocking. 

Using a modified Browning-type action with a special HK recoil 
reduction system(patent pending), the USP is built to take the 
punishment of the most powerful .40 caliber loads. And unlike most 
other .40 caliber pistols, the HK USP was designed as a "forty"- it 
was never "scaled up" from an existing 9mm pistol model. 

The polymer frame of the USP was designed using technical 
experience gained by HK engineers in the development of the world's 
first composite material pistols, the VP70Z and the P9S. This same 
high-strength/eorrosion free material is used in the .45 ACP 
handgun designed by Heckler a Koch for the US Special Operations 
Command (USSOCOM) in 1992. 

Metal components on the USP are also corrosion resistant. Outside 
nietal surfaces are protected by an extremely hard, nitro-gas 
carburised black oxide finish. Internal metal parts, including 
springs, are coated with a special Dow Corning anti-corrosion 
process that reduces friction and wear. The HK USP is presently 
available in calibers .40S&W and 9nun parabellum. Other calibers 
will be available in the future. 

The design characteristics of the OSP provide a wide range of 
flexibility for users. The 9mm model of the USP carries sixteen 
cartridges, fifteen in the magazine and one in .he chamber. The .40 
caliber model holds a total of fourteen .40 cartridges, thirteen in 
the magazine and one in the chamber. 
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By using a modular approach to the internal components, the control 
lever of the USP can be switched from the -left side to the right 
side of the pistol for left-handed shooters. The USP can also be 
converted from one type of trigger/ firing node to another. This 
includes combination double-action and single-action (DA/SA) modes 
and double action only (DA-only) modes. The USP is available in 10 




Due to this innovative design approach, it is possible to modify 
any HK USP into any one of the listed variants. 



This unique design allows the USP to be configured for a variety of 
purposes depending on the requirements of the user, without having 
to purchase a new pistol. 
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SPECIFICATIONS 



USP.40 USP 9im 

Caliber 740 Siw 9 x 19nun Parabellum 

Operating Principle Short Recoil 

Action Type Modified Browning Type, linkless 



Sights 

Total length 
Barrel length 
Sight radius 
Twist length 



Fixed patndge style, adjustat>le 
194mm(7.64ifi) 

105iiDa(4.13in) 

156iun(6.22in) 

380nun(14.96in) 2S0mm{ 9 . 84in) 



Height (total) 136dUB( 5. 35in) 

Width of Slide 29m]B( !• 14in) 

width of Frame 32mn< 1. 26in) 

Weight without magazine 790 grams<27.B8 oz) 752 grams( 26 . S2oz ) 

Weight of empty magazine SO grans (1.76 oz) 5S grams (1.94 oz) 

Slide Force (to retract slide) 9 kg (19.BS pounds) 



Trigger travel (rest to banner release) 

Single-action 6. 3mm( .2Sin) 

Double-action 11 .3mn( • 4Sin) 

Trigger reach (center of trigger to back of frame) 

Single-action 70bui(2. 7$in) 

Double-action 75m(2. 9$in) 

Rifling 6 lands and grooves, constant right hand twist 

Magazine capacity 13 rounds IS rounds 
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NOMENCLATURE 



Slide - Machined from a solid profile bar of high 

carbon steel, finished with a Hostile 
Environment finish 

Extractor - Large steel extractor held in by a pin, spring 

loaded 

Barrel locking block - large area on the top of the 

barrel provides the surface to 
lock the gun in battery 

Front sight - Pressed into a dove-tail adjustable for 

elevation by replacement like the P7 

Frame - Polymer with steel inserts 

Trigger guard - Large to accommodate gloved hands, flared 

on the bottom to shield the magazine 
release. 

Trigger - located in the trigger guard 

Universal mounting grooves - used for the mounting of 

accessories 

Slide release axle - On the right side of the frame used 

protrudes in a conical hole to aid 
in the removal of the slide 

Lanyard loop - Used to attach a lanyard to in order to 

prevent the pistol from being 
inadvertently dropped during Cavalry 
charges. 

Reference line - Marked on each side of the frame to be 

used with the safety /decocker to indicate 
the position of the lever. 

Slide release - Locks the slide to the rear at the will 

and pleasure of the shooter and after the 
last round in the magazine. Also used to 
release the slide when it is locked back. 
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Haininer - Hits the firing pin to firs the gun. 

Double action only guns the hammer is 
bobbed. 

Control lever - Used to determine the condition of the 

firing Dechaoism. Safe/fire/decock 

frame extension Extends below the magazine well in 

the rear of the frame to act as a 
guide when inserting a magazine and 
after the magazine is inserted, it 
gives the butt of the pistol a clean 
cosmetic appearance. Also is the 
location for the lanyard loop insert 

Finger recesses - Located on either side of the 

magazine well to allow the magazine 
to be ripped from the gun in the 
unlikely case of a stuck magazine. 

Ambidextrous magazine release • One piece magazine 

release can be activated 
from either side. 

Serial number - Located on a metal insert plate in 

the bottom of the frame in front of 
the trigger guard. 
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OPERATOR USE 



Safety check 

Point the pistol in a safe direction 

Put the control lever in the "safe" position if applicable 

Pull the magazine from the pistol 

Pull the slide to the rear and lock it back 

Physically and visually check the chamber for live ammunition 

Loading the magazine 



Loading the magazine into the pistol 



Operating the control lever 
Firing the pistol 
Clearing the pistol - 
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OPERATOR MAINTENAKCS 



Field stripping 

Remove slide release - 

Remove barrel and slide group ~ 

Remove recoil spring and recoil spring guide rod 

FIELD STRIPPINC IS COMPLETE 



CARE AND CLEANING 



Cleaning 



Solvents 



The USP will function in extremely adverse 
conditions and will operate while quite dirty; 
however, this is not the recommended method o£ 
operation. This pistol is responsible for the 
safety of the operator by its proper function 
and if it is never cleaned it can't be as 
reliable as it is when clean. This pistol is 
NOT self cleaning just as it is not self 
shooting. 

It should therefore be cleaned after every 
tine it is cleaned. If you shoot one round 
from it, it should be cleaned. After every 
firing it should be cleaned. 

CLEAR z$ CLEAN This is your standard: 

Mineral spirits, drycleaning solvents such as 
Var-sol, Safety clean /105 NEVER gasoline: 
These are for general cleaning throughout the 
gun. 



Bore cleaners- Hoppe's Nitro Solvent. Shooter's Choice, etc.. 

Bore brushes - Bronze bristle, copper, brass recommended, 

nylon okay, stainless steel NEVER EVER! I ! I 

Patches - Soft, absorbent. Have seen toilet paper used 

successfully, but recommend knit patches. 
Woven patches leave strings. Southern Bloomers 
good patches 
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Lubricants - Break-free, Eze-ox, Slick 50 1-lube, etc... 

Preservatives- WD-40 is a preservative not a lubricant l 

Break-free is good, Baiistol , RIG, etc.. 



CARE AlTD CLEANING 

Barrel - clean from the chamber end alwaysiii 

Push the brush or the patch through in ont- 
stroke. 

Brush with solvent 
Wash brush: : : 

Patch dry until clean, repeating brushing if 
necessary. Wash brush! t ! 

Lube barrel inside and out to prevent rust. 
Fouling shots are! 

Frame - Clean with mineral spirit solvents and brush 

to remove large deposits of carbon and dirt. 
Generally Lube throughout 

Magazine - wipe off the outside and the follower then 

lube very lightly 

Visual checks- The operator should know their gun well enough 

to know if there is something wrong with it. 
They should perform a visual inspection of the 
gun as they are cleaning it. 

Reporting - Encourage your people to report problems, not 

fear retribution. 
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OP£RATIHG PRINCIPLE 



There are three commonly accepted operating principles used to 
operate an auto loading firearm. They are utilization of the 
kinetic energy transformed as the round is fired. The powder 
in a modern cartridge is converted in a half dozen 
milliseconds from a dry powder to expanding gases 900 to 1000 
times the volume of the powder. Additionally the pressure of 
this expanding gas can average 38,000 psi with a peak of over 
43,000 psi in a 9mm x 19 cartridge. 

This firing causes many things to happen. First, as the gases 
expand the bullet moves from the case into the barrel and the 
force required to move the bullet causes an exact force to be 
exerted in the opposite direction. This will become recoil 
energy and is the power behind two of the operating 
principles. Second, the gases behind the bullet are continuing 
to expand. They push the bullet down the bore imparting spin 
to the bullet by the inscription of the bullet on the lands 
and grooves of the bore. These grooves are in the shape of a 
spiral which makes the bullet turn as it travels down the 
barrel. It can achieve a rate of spirt of almost 80,000 rpm in 
a 9mm. The expanding gases if vented and applied to pistons or 
rods can be made to power the mechanism of the auto loader. 
The M-1, M-14, M- 18, Remington 1100, M-60 machine gun, and 
Desert Eagle are just a few of the gas operated weapons used. 

One of the features of the gas operated gun is that the barrel 
is stationary and that the gas is vented from the barrel 
forward of the mid point of the barrel. This creates a delay 
which enables the bullet to leave the muzzle and the pressure 
to drop to a safe level prior to the action opening. 

One method of utilizing the recoil energy is called Blowback 
and broken into two types, the simple and the delayed. The 
simple blowback system uses the mass of the bolt to cause the 
delay necessary for the bullet to leave 

the muzzle. Uzis, Sterling, Sten, M3 Grease gun, Mac 10, and 
most small .22 semi pistols are simple blowback. Delayed 
blowback however instead of using the mass of the bolt 
incorporates a mechanical disadvantage which must be overcome 
to unlock the bolt and open the action. In the case of the HK 
MF5 the disadvantage is caused by the rollers. This style of 
bolt system enables the bolt to be light. If the G3 used the 
simple blowback, the bolt would weight 36 lbs. 
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The MP5 functions through the utilization of the symmetrical 
transmission of energy. The equal and opposite reaction to the 
bullet traveling down the bore provides more than enougn 
energy to function the gun. 

In the recoil operated system the barrel and breech, barrel 
and bolt, barrel and slide remain closed while the mechanism 
is in recoil until the bullet leave the bore and the pressure 
drops to a safe level. This is done through timing, but the 
barrel in a recoil system moves. Examples are numerous as all 
Browning design pistols are recoil operated. The Browning Hi- 
Power, M1911A1, Beretta, Smith autos, Clock, Sig and many more 
to include our own USP. 




CXCLE OF PUNCTIOKING 



A reoccurring sequence of mechanical events which take place 
in the operation of an auto loading firearm. 

1. FEEDING - removing a round from the magazine. 

As the SLIDE moves forward under the pressure of the 
expanding recoil spring, the feed pawl in the slide rides 
between the lips of the magazine stripping a round out of 
tha magazine and feeding it onto the feed ramp and then 
into the chamber. 

2. CHAMBERING - placing the round into the chamber of the 

barrel and seating it fully. 

The slide pushes the round forward into the chamber until 
the mouth of the cartridge comes to rest on the end of 
the chamber. 

As the round is in the final stages of chambering the 
round is held by the extractor so chambering is complete 
by the time the barrel starts to move when the slide 
comes in contact with the barrel hood and starts pushing 
the barrel forward with the slide. 



3. LOCKING - closing and locking of the breech 

mechanism prior to the shot. 

The slide, being pushed by the recoil spring, continues 
to apply pressure to the barrel which earns up on the 
slide release axle and the barrel breech lifts and locks 
into the ejection port. 

4. FIRING - ignition of the propellant powder 

The trigger is pulled and the trigger bar moves forward 
pulling forward on the bottom of the catch which pivot on 
the sear axle and lifts the firing pin block in the 
slide. It also contacts the roll pin on the sear and 
pulls the sear out of the hammer hook releasing the 
hammer. The hammer falls and hits the firing pin which 
hits the primer. The primer detonates, igniting the 
propellant powder and firing has occurred. 

5. UNLOCKING - removal of any blocking mechanism from 

the breech so the breech can open. 

The resultant force of the cartridge firing creates an 
impact on the face of the slide and the barrel recoils to 
the rear with the slide. As the slide moves the first few 
millimeters the angled locking lugs on the bottom of the 
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barrel contact the angxilar surface of the recoil spring 
guide. The resulting impact cause -the barrel to be pulled 
out of battery with the slide and compresses the buffer 
spring for the first time. 

6. EXTRACTINC - removal of the fired cartridge case, or a 

round from the chamber. 

As the bullet is leaving the barrel the slide and barre! 
are unlocking and the slide continues rearward withou- 
the barrel, but the extractor does take the empty case 
with it. 

7. EJECTINC - expulsion of the round or fired case from 

the gun. 

The extractor holds the empty case to the face of the 
slide as it travels to the rear. The extractor creates a 
pivot and the ejector provides a contact point as the 
slide rakes the case over the ejector, knocking it out of 
the ejection port. 

8. COCKING - resetting of the trigger mechanism to 

enable subsequent shots to be fired. 
HOTS: cocking is NOT complete at this 
timej *. 

In the first few millimeters of movement the slide rides 
over the disconnector and presses it down. This 
disengages the trigger bar from the hammer and catch. The 
slide also starts cocking the hammer back. The slide ends 
its rearward travel with the front inside of the slide 
impacting the recoil spring guide causing the buffer 
spring to be compressed again. 

The slide travels forward through feeding, chambering, 
locking, and comes to rest before the shooter can release 
his finger from the trigger. The disconnector also resets 
in its slot and the trigger bar pops upward due to the 
spring and plunger under it. 

As the shooter releases his finger the trigger bar is 
allowed to move forward and at the proper time reengages 
its access notch in the hammer. The pistol is now ready 
to fire again. 
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USP 9 X 19 mm ; .40 SW 
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DISASSEKBL? 



SLIDE 



Barrel 



pull it out of the slide 



Recoil spring guide rod assembly * roll pin holds 

buffer spring on the 
rod. Drive it out 
and the buffer 
spring will come 
off, quickly! 



Extractor - 



Firing pin 



Front sight 



Drive out the roll pin, bottom to top to 
keep from scarring the pin visibly 

* Remove the roll pin and the firing 
pin block can be removed as well as 
the spring. The firing pin can then 
be removed out the back of the 
slide. 

- Drift out either side 



Rear sight 



Drift out either side 



FRAJ^S 



Push out sear axle (left to right) 

Remove detent plate 
Remove disconnector 

Pull hammer back slightly and remove catch 
Lift control lever and remove sear 

— 

Squeeze top and bottom of frame and push out lanyard loop 
insert pin 

Remove lanyard loop insert and hammer spring 
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Push hammer axle out left to right 

Lift out hammer 

Lift and remove trigger bar 

Turn pistol over aad dump hanmer strut out of frame 

Tap frame and remove trigger bar detent and spring as 
well as control lever slide and spring 

Disengage center tab on sear (flat) spring 

Pull sear spring out from top 

Push trigger pin out right to left 

Remove trigger and trigger rebound spring 

Push out magazine release axle 

Remove magazine release and spring 

MAGAZINE 

Depress magazine locking plate and remove magazine floor 
plate 

Remove magazine follower and spring 



ASSEMBLT 

MAGAZINE 

Insert follower and spring 

Depress spring with locking plate and slide floorplate on 
from front to rear until locking plate snaps into place 



FRAME 



Fit magazine spring onto magazine release and place in 
frame 
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Drive axle in place 

Fit trigger into frame and insert rebound spring from the 

too 

« 

Push in trigger axle 

Holding sear spring with pliers insert into frame 

Push down with pliers while depressing two outer spring 
legs with special tool 

Insert trigger bar detent and spring into hole in 
frame 

Insert control lever slide and spring into frame 
Drop hammer strut into frame 

Fit trigger bar onto trigger and rotate into frame 

Depress trigger bar and insert hammer axle 

Fit hammer into frame and push axle through 

Depress control lever slide with punch and install 
control lever 

Press in sear 

Fit in catch 

Slide in disconnector 

Lift sear enough to insert punch left to right through 
frame 

Insert sear axle right to left pushing out punch 
Fit detent plate into position 

From the bottom position strut if necessary and install 
hammer spring 

Fit lanyard loop insert on spring, slide into frame, 
compress spring and install insert pin 
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SLIDE 



Insert firing pin and spring, notch to the right, firing 
pin block (solid portion in the 9 to 12 o'clock position) 
and spring 

Hold firing pin depressed as you drive in roll pin 

Drive in 3 X 14mm roll pin from the bottom 

Install extractor and spring and drive in 3 x 14mm roll 
pin from the bottom. 

Drift in rear sight 

Drift in front sight 

fit barrel back into slide 

Fit recoil spring onto guide rod and install unit into 
slide group 

Holding recoil spring guide rod assembly carefully, 
reinstall onto frame 

Insert slide release 
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PERFORM FUNCTION CHECK 



USP function check 
Variant #l 

1 . start with the hammer cocked. 

2. Decock using the control lever. 

3. Pull the trigger double action. 

4. Put the safety - On 

5- Work the slide with the safety hdr 

6. Check the safety by attempting to fire. 

7. Take the safety- Off. 

8. Full the trigger single action. 

9. Hold the trigger to the rear 

10. Work the slide, hammer should stay to the rear. 

11. Release the trigger and pull through single action. 

12. Insert the magazine. 

13. Pull slide to the rear locking it back. 

14. Remove the magazine. 
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TROUBLESHOOTING 



Malfunction Cause Correction 

Failure to: 



Feed 


Magazine • broken 


replace 




lips broken 


replace 




spring broken 


rep’l spring 




- loaded wrong 


reload 




not seated 


reseat 




Recoil spring broken/bent 


replace 




Weapon dirty 


clean 




Ammunition 


replace 


Chamber 


Chamber fouled 


clean 




Deformed cartridge 


chamber a 
new round 




Weak or broken recoil spring 


replace 




Frame damaged 


replace 


Lock. 


Slide movement oostructed 


clear 


Fire 


Firing pin or spring broken 


replace 




Not fully locked 


seat slide 
and 
attempt to 
fire again 




Weak hammer strike 


replace 

hammer 

spring 




Faulty ammunition 


chamber a 
new round 
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Extract 



Chamber fouled 
Extractor broken 



clean 

replace 



Eject 



Cock 



Extractor/extr spring broken replace 
Extractor spring weak replace 
Ejector broken replace 

Hammer broken replace 
Sear not functioning correctly replace 



Recoil hard Buffer not functioning 



replace 

buffer 



IKSPECTION 

LTI (Limited Technical Inspection) 

Maintenance activities are called upon to perfonti 
equipment inspections as one of their functions. These 
inspections are generally referred to as LTI '8. They are 
limited in the sense thet they do not require full 
examination of each technical facet of the equipment/ but 
have as their purpose a lesser objective. LTI 's are 
directed at determining the effectiveness of a 
maintenance program, or detennining weapon safety for 
firing range use. LTI 's are required when determining 
budget and ordering requirements for parts and supplies. 



Procedure : 

This is an example of how the inspection of the USP can 
be conducted: 

PRIOR TO THE LTI THE PISTOL MUST FIRST BE OIVEH A SAFETI 
CHECK AND THEM FIELD STRIPPED 
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Once the serial number is accurately recorded: 
Inspect : 



muzzle - 

barrel 

slide 

front sight - 
rear sight - 
frame - 



observe for dents burrs, bulges 

sane as above plus finish, bends and 
crachs 

$ame as above 

cracked, bent, broken or loose 

cracked, bent, broken or loose 

cracks, dents, bulges, excessive 
wear, missing parts. 



Assemble the weapon and do a function check 

This type of inspection is used whenever a weapon needs 
to be inspected. It is Technical in nature but it is 
limited to visual and very basic measurements taken. 

Uses for the tTI are many, here are some examples... 

Prs*range fire inspection * can be as detailed as 
the inspector wants but should at the very least 
include a check of the safeties and rod the bore. 

Post shooting inspection - a must after a shooting. 
Have your paperwork in order for this one since it 
will end up in court. 
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Scheduled periodic inspectioo * this type of 
inspect iOQ is where the minor problems caused by 
wear are noticed and repaired before they become 
major problems. Should be performed at least 
annually, but can be as often as necessary 
depending on user need. 



RECORb KEEPING 

Accountability records 

Used to Iceep track of guns. If a gun leaves y-i\ir armory 
it should have a signature for each. Never get rid of the 
record of that transfer. In the armory/ a serialized 
inventory should be kept and verified at least annually. 
Weapons in the armory should be stored by make and model, 
and in serial number sequence. 

Round count 

Need to keep as eccurete a round count as possible. 
Maintenance records 

Each serial number should have a maintenance record. 
Everything done to the gun as well as the date and the 
armorer performing the meintenance should be noted. 
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U.SP PARTS TLLUSTRATIQN 
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USP PARTS LIST 

12/3/93 



niiT<5 * 


Ctem Descrinrinn 


ID # 


Unit Price 


1 


Earactor spring 


214188 


.63 


2 


Extractor 


214187 


21.25 


3 


RcU pin, [50 8748 • 3 X 14 mm 
C«aracior / Snng pin) 


980838 


.38 


4 


R£3t sijbt* 


214194 


6.00 


S 


Plastic insen (white si^t dot) 


221900 


1.7S 


6 


F?mtf sijhi* (6.4 mir.) 


214220 


8.00 




Fnax 9^* (6.6 mm) 


214221 


8.00 




Froai 9^* (6.8 mm) • standard 


214222 


8.00 




From right* ^.0 mm) 


214223 


8.00 




Frunr ri^t* (7.2 mm) 


214224 


6.00 




Ffoat right* (7.4 ram) 


214225 


6.00 


7 


Barrel (.40 S&W) 


214209 


118.00 




Eaxiel (9 X 19 mm huger) 


214344 


iis.oo 


• 


Slide (.40 5&W), cpl 


214150 


227.50 


• 


Slide (9 X 19 mm huger), cpl. 


214345 


227.50 


8 


Slide (.40 S&W). incpl 
Slide (9 X 19 mra Luge;), inepl. 


214186 

214304 




9 


Fixing pin spring 


214190 


.36 


10 


Firing pin 


214189 


22.50 


11 


Firing pin block spring 


214192 


.75 


12 


Firing pin block 


214191 


3.75 


13 


spring 


214148 


1.75 


14 


Bufe spring retainer 


214206 


4.00 


15 


Buffff spring 


214207 


.63 


16 


BecQil spring retainer 


214206 


1.25 


17 


Reeod spring guide rod. inepl. 


21420S 


27.00 


13 


Hnil pin, ISO 3748 . 3.5 X 10 mm 
(buffer spring retainer) 


982732 


.38 


« 


Aecoil/Buffer spring assembly, cpl. 


214151 


25.00 


19 


Slide release 


214181 


19.50 


20 


Trigger bar, cpl 


214176 


13.25 


21 


Trigger bar detente 


214165 


1.7S 


22 


Trigger bar detenre spring 


214166 


1. 25 


22 


Disconnector 


214160 


1.S0 


24 


Sear axle 


214101 


1.00 


25 


Catch 


2141S9 


II. 00 


26 


Detente plate (variant I 2) 


214C99 


3.75 




Detesire plate (variant 3 '•> 4) 


214254 


3.00 




Detente plate (variant S.6,9 & 10) 


214255 


3.00 


27 


Shaped spring (slide release) 


214171 


.63 


2S 


Flat spring (sear/caich) 


214156 


1.00 


29 


Hammer (variant 1-4, 9 & 10). incnl 


214106 


37.50 



38 





29A 


Hanuzier, bobb«d (vsEianc S-7], incpL 


214256 


37 JO 




Hammer, cpl. w/ rebound spring 
and pin (vahanc 1^, 9 & 10) 


214301 


45.00 


♦ 


Hanang, bobbed, cpl. w/ rebound 
spring and pin (vahanc 5-7) 


214308 


29.00 


30 


Hammer rebound sphng 


214302 


1.25 


31 


Roll pin, ISO 8750 • 1.5 X S mm 
(hammer rebo\md spring) 


982783 


.38 


32 


Hammer axle (vahant 1-6, 9 & 10) 


214303 


20.00 




Hannnm axle (vananc 7) 


21 4258 


19.50 


♦ 


Control lew (vahanc 1, S & 9) 


214184 


29.00 




Conool lever (vahanc 2. 6 & 10) 


214309 


19.50 


33 


Control lever (vahanc 3) 


214352 


19.50 


♦ 


Control lever (vahanc 4) 


214253 


19.50 


34 


Sear (vahant 1*4. 9 & 10). 
incpl. without roll pin 


214180 


5.50 


* 


Sea (vahant 1-4, 9 & 10). 
cpl. with roll pin 


214179 


6.25 


34A 


Tube (vviant 5 • 7) 


214413 


3.7S 


3S 


RoU pin. (SO 8748 • 2 X 10 mm 
(sea. vahant 1*4. 9 & 10) 


982785 


.33 


26 


Detente slide (vahanc 1-6. 9 & 10) 


21410S 


1.50 


37 


Compreshoa sphng. (detente 
slide) vahant 1-6, 9 & 10 


214104 


.75 


38 


Prame, Incpl. 


214172 


48.38 


39 


Trigger relM\md spring 


214164 


1.00 


40 


Trigger axle 


214154 


2.50 


41 


Trigga 


214153 


4.2S 


42 


Magaane release axle (ISO 6325 
tS X 8 mm) 


971598 


.38 


43 


Magahne release 


214169 


1.50 


44 


Magazizie release spring 


214170 


1.50 


45 




214157 


3.00 


46 


Haznmg spring 


214300 


1.2S 


47 


Lanyard loop inset 


214341 


3.00 


48 


Lanyard loop inset pin 


214314 


1.25 


49 


Magazine follower 


214211 . 


2.00 


50 


Magazine spring 


214212 


7.00 


51 


Floor place 


214213 


2.00 


52 


Lodong plate 


214288 


2.00 


S3 


Magazine housing (.40 $&W) 


214214 


13.75 




Magazine housing (9 X 19 sun Luger) 


21 4350 


13.75 


• 


Camniere with whice piascc insertCs) 221900 

Not pictured 
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